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ACTION OES-07 
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10-13 L-03 NSAE-00 NSC-05 EB-08 NRC-05 SOE-02 
DODE-OO DOE-11 SS-15 SP-02 /111W 
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P 091058Z IAN 78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC PRIORITY 5108 
INFO USDOEHQ GERMANTOWN 
USDOEHQ WASHDC 


LIMITED OFFICIAL USE VIENNA 1224 

CORRECTED COPY (LIMITED OFFICIAL USE VICE UNCLASSIFIED) 

E.O. 11652: N/A 
TAGS: TECH, AU 

SUBJECT: ATOMIC ENERGY: ERDA PHYSICAL SECURITY REVIEW 
OF AUSTRIAN RESEARCH REACTOR 

REF: VIENNA 00446 

EMBASSY REQUESTS REPLY TO REFTEL. AUSTRIAN AUTHORITIES 
ARE CONCERNED THAT SHIPMENT OF SNM FROM FRANCE IS BEING 
HELD UP BECAUSE USG HAS NOT SEEN IMPROVEMENTS MADE IN 
AUSTRIAN PHYSICAL SECURITY MEASURES. WOLF 


LIMITED OFFICIAL USE 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, SECURITY, RESEARCH, NUCLEAR SAFEGUARDS 
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Copy: SINGLE 
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Document Number: 1978VIENNA01224 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780078-0482, D780060-1174 

Format: TEL 
From: VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 83/aaaacrzk.tel 

Line Count: 40 
Litigation Code IDs: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
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Retention: 0 
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